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ACTION MED-03 

INFO OCT-01 AF-06 ISO-OO ST-01 /011W 

037148 

R251225Z FEB 75 
FM AMEMBASSY ABIDJAN 
TO SECSTATE WASHDC 2207 

UNCLAS ABIDJAN 1581 

FOR: DG/MED 

E.O. 11652: N/A 

TAGS: AMED, ASUP, IV 

SUBJECT: MEDICAL SUPPLIES 

AIBDJAN'S 8462, 1233 

1. WE PLACED ORDERS IN SEPTEMBER AND NOVEMBER WITH BETHMONT 
SURGICAL SUPPLY, 4933 AUBURN AVENUE, BETHESDA. RMO FRINGER 
WAS TOLD THIS WAS A GOOD SUPPLY HOUSE BY DG/MED. THEY HAVE 
NOT RESPONDED TO OUR ORDERS OR TO OUR FOLLOW-UP CABLES. POST 
REQUESTS DG/MED ASSISTANCE IN EXPEDITING THESE ORDERS. 

2. THE SUPPLIES WOULD ALLOW US TO DO OUR OWN BLOOD TESTS AT A 
SAVINGS OF ABOUT $90 PER SET. IN ADDITION, WE WOULD BE ABLE 

TO DO MORE TESTS THAN AVAILABLE LOCALLY. 

3. DETAILS: PO. 75-070(ST) DATED SEPT. 9, 74 WPS FOR EK/5SW 
NO. 141023 PLUS ACCESSORIES AND SUPPLIES. PO 75-144(ST) FOR 
MICRO-HEMATOCRIT CENTRIFUGE, PHYSICIANS COMPACT CENTRIFUGE 
PLUS ACCESSORIES AND SUPPLIES. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ABIDJA01581 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750066-0560 
From: ABIDJAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975021 7/aaaaaokc.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION MED 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 14 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 MAY 2003 by SilvaL0>; APPROVED <21 JAN 2004 by ElyME> 

Review Markings: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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